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J. Carter, Brad C. Cochran, Jeff D. Reif- 
schneider. P. 26. June. 


Maintenance 
Continuous Maintenance for College Campus. 
John Vucci. P. 20. Jan. 


Metering 
Making the Case for Energy Metering. Jim 
Plourde. P. 20. April. 


Net Zero Energy Building 

On the Path to Net Zero: How Do We Get 
There From Here? Gordon V.R. Holness. 
P. 50. June. 


Pipes 

Saving Energy by Insulating Pipe Components 
on Steam & Hot Water Distribution Sys- 
tems. Gordon H. Hart. P. 42. Oct. 


Pumps 
Affinity Laws: Why They Work & When They 
Don’t. Richard W. Ford. P. 42. Mar. 


Refrigeration 

Adsorption Refrigeration: New Opportunities 
for Solar. Kai Wang, Edward A. Vineyard. 
P. 14. Sept. 

Controlling Corrosion in Marine Refrigera- 
tion Systems. Amey S. Majgaonkar. P. 50. 
April. 

Liquid Refrigerant Pumping in Industrial Re- 
frigeration Systems. Todd B. Jekel, Doug- 
las T. Reindl. P. 36. Aug. 

Thermal Coupling of Cooling and Heating 
Systems. Andy Pearson. P. 18. Feb. 


Restaurants 

Energy Savings for Quick Service Restau- 
rants. Jian Zhang, Derek Schrock, Andrey 
Livchak, Bing Liu. P. 36. Mar. 


Schools 

Eco-Friendly, Affordable, School. Jean Molina, 
Chantale Bourdages. P. 52. May. 

Green School Lab. Robert H. Thompson. P. 44. 
May. 

State-of-Art School. Derek A- Crowe. P. 36. 
May. 


Seismic 

Earthquake: New Codes Provide Tools, But 
We Need fo Ensure Compliance. James A. 
Carlson, Robert E. Simmons. P. 44. April. 

Seismic Restraint. James R. Tauby. P. 20. May. 


Smart Grid 

Demand Response and Standards: New Role 
for Buildings in the Smart Grid. David 
Holmberg. P. B23. Nov. 

Getting Smart on the Electrical Grid. Ed Koch, 
Roy Kolasa. P. B29. Nov. 

Information Model Standard for Integrating 
Facilities with Smart Grid. Steven T. Bush- 
by. P. B18. Nov. 


Solar NZEB Project 
Comfort Conditioning and Indoor Air Quality. 
Ty Newell, Ben Newell. P. 78. May. 


Equinox House Performance. Ty Newell, Ben 
Newell. P. 57. July. 

Equinox Meets Needs. Ty Newell, Ben Newell. 
P. 63. Aug. 

Ground Heat Transfer. Ty Newell, Ben Newell. 
P. 62. Feb. 

Low-Energy Appliances. Ty Newell, Ben Newell. 
P. 60. April. 

Solar Collection & Use. Ty Newell, Ben Newell. 
P. 72. June. 

Supersealing a House. Ty Newell, Ben Newell. 
P. 54. Jan. 

Thermal Mass Design. Ty Newell, Ben Newell. 
P. 70. Mar. 


System Effect 
System Effect: To Believe It Is to See It. Sutton 
G. Page. P. 38. June. 


Standard 55 
What's New in ASHRAE’s Standard on Com- 
fort. Stephen C. Turner. P. 42. June. 


Standard 62.2 


Standard 62.2 Update. Steven J. Emmerich. 
P. 62. Jan. 


Technology Awards 

Adaptive Reuse for Clinics. Jeffrey P. Blaevoet. 
P. 38. April. 

Aquifer for Cooling. Tony Costa. P. 50. Oct. 

Beyond the Envelope: Restoring a 19th Cen- 
tury Courthouse to Its Original Purpose. 
Chantale Bourdages, Marco Freitas. 

P. 50. Dec. 

Cool Weather Savings: Using Hybrid Re- 
frigeration Systems for Chiller Retrofit. 
Peter F. Bailey, Walt Joncas, Greg Dodge. 
P. 48. Aug. 

Creating a Healing Environment: Efficient 
Hospital. Gerry Noorts, Michael W. Mur- 
phy. P. 52. Nov. 

Dual-Fan System. Michel Sotura. P. 54. Oct. 

Eco-Friendly, Affordable, School. Jean Mo- 
lina, Chantale Bourdages. P. 52. May. 

Green School Lab. Robert H. Thompson. P. 44. 
May. 

Hospital Retrofit. Gilles Desmarais. P. 32. Mar. 

Hospital Upgrade: Heat Recovery, Geothermal 
Save Energy. Jack Kafesdjian. P. 44. Aug. 

Laundry Upgrade. Yan Ferron. P. 44. Nov. 

Library Sets Example. Jeffrey Blaevoet, Chien 
Si Harriman. P. 48. Sept. 

Medical Center Rx. Matt Volgyi. P. 56. Dec. 

Resort Central Plant. Al Butkus. P. 48. July. 

State-of-Art School. Derek A. Crowe. P. 36. 
May. 

Sustainable Campus. David L. Grassi. P. 54. 
Sept. 

Walls to Heat, Cool. Heric D. Holmes, Mur- 
doch D. MacPherson. P. 62. June. 


Underfloor Air Distribution 
Testing for Leaks in Underfloor Plenums. Steven 
Anticknap, Mary Opalka. P. 16. Dec. 


Variable Air Volume 
High-Performance VAV Systems. John Murphy. 
P. 18. Oct. 
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